V. 9. Thambraparni Dam

(Masonry)

I. GENERAL

(1)  Height above the lowest river bed

(2)  Location

(3)  Authority or owner

(4)  Purpose-Main and subsidiary

(5)  Tear of commencement

(6)  Tear of completion

(7)  Capital cost

(a) Estimated

(6) Actual

(10)  Installed hydro-electric capacity
(a) Firm                                     <
(6) Secondary

(11)  Means of access

(1)  Axea of catchment

(2)  Nature of catchment

(3) Mean   annual precipitatioi
(a) Rainfall

124 feet

Timievelly District, Madras State
(Thambraparni river)

Madras Government (Electricity De*
partment)

To provide subsidiary storage reser-
voir to meet dry weather demand
for power draft for Papanasani
Hydro-Electric Scheme

July 1938
December 1943

(a) Rs. 36,02,000+Rs. 6,75,000 fo*
splilway gates== Rs. 42,77,000

(6) Rs. 36,20,000+Rs* 7,41,000 fo*
spillway gates = Rs. 43,61,000

(a) 21,750 KVA (3 of 7,250 each)

The dam is situated 14 miles from
Ambasamudram railway station
(South India Railway) and is ac*
cessible by a good metalled road*
Tuticorin is the nearest port of
landing

IL GEOPHYSICAL

57f 54 square miles

Steep and rocky and entirely cover*
ed with heavy jungle except for
patches of exposed rock

90 inches